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KING HENRY V

nobles of the land were in it. They knew
that Henry's army was very small,
because so many had died since they
came to France.

"KING HENRY WENT ALL ROUND AMONGST HIS SIEN."

4 They said: "We will go to meet the
English and give them such a beating
that they will never dare to corne into
our country again." The two armies
met in an open flat place between two
woods.